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The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street. Jamaica Plain, MA 02130 


02/02/12 


Meghan King 

Assistant District Attorney, Suffolk County 
Dear ADA Meghan King 

^^^Encio^d is the informatior^ou requested in regards to Commonwealth 
number^^^^^l Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing was performed by Annie Dookhan. All other analyses were performed by 
Lisa Glazer. If you have any questions about these materials, please call me at the number 
below. 


ancergjy, 




J- 

jlazer 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\SYSTEM4\08_14_08\617525.D 

ASD 

14 Aug 2008 13:19 

BLANK 

1 

DRUGS 

RTE 




Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


617525.D Thu Feb 02 13:25:32 2012 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_14_08\617526.D 

ASD 

14 Aug 2008 13:33 

COCAINE STD 

26 

DRUGS 

RTE 


^bundance 
; 10000001 

I 800000 1 


128 


T]C:617526;D 


600000; 


i 


400000! 

j 

! 

200000 ! 


Time--> 2.00 2.50 

' 3.6o 3,fe0 4.00 ’ 4,50 5.00 

5.60 

aoo 

6.50 7.bo T.ho 8.6o 8.50 9.00 9.50 






Ret. Time 

Area 

Area 

% 

Ratio % 

4.277 

834220 

100 . 

00 

100.00 


617526.D 


Thu Feb 02 13:25:35 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_14_08\617526.D 
ASD 

14 Aug 2008 13:33 

COCAINE STD 

26 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 

1 

4.28 C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Sbundarice 


82 


Average of 4.256 to 035 niin.: '617626.D (-) 
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82 
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201 


94 


105 
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182 
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135 lee 
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272 


303 


'mlz-> 40 50* 60 70 80 90 100 iio liiTlio 140 150 160 1^0 180 190'2O0’210 220 ”230 240 250 260 270^0 290 300 ' | 


617526 .D 


Thu Feb 02 13:25:36 2012 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_14_08\617538.D 

ASD 

14 Aug 2008 16:18 

BLANK 
LAG 
1 

DRUGS 

RTE 



frime-> °2.bo 2.b6 3.00 3.50 4.00 4.50 ' 5.00 5,50 6.00 6.50 7.0o 7.50 8.60^ 8.60 9.bo_ '9,56 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


617538.D Thu Feb 02 13:26:26 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : E:\SYSTEM4\08_14_08\617539.D 

Operator .* ASD 

Date Acquired ; ^^Au^ 2008 16:32 

Sample Name : 

Submitted by : LAG 

Vial Number : 39 

AcquisitionMeth: DRUGS 
Integrator ; RTE 

Sbundan^ . “T!Cr6i753'g:D‘. 

! 5000000: 


4000000: 

3000000. 

2000000i 
1000000 ; 


.94 


1 0^1............. 

2.00 2.50 

3.6o 3.50 4.00 "i.b ibo 

5.bo 6.00 

"~6^.50 ’ 7.bb ' 7.50 ’ 8.00 ' 8.50 9 .bo 9.50' j 


Ret. Time 

Area 

Area % 

Ratio % 

1.939 

271905 

2.71 

2.78 

4.303 

9776761 

97.29 

100.00 


617539.D Thu Feb 02 13:26:29 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E;\SYSTEM4\08_14_08\617539.D 
ASD 

14 Auq 2008 16:32 


LAG 

39 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI,L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


imjundance 


80 ! 
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Average of 1.918 to 1.971 min.: 617639:D7-) 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : E:\SYSTEM4\08_14_08\617539.D 

Operator ; ASD 

Date Acquired : ^^A^^ 2008 16:32 

Sample Name : 

Submitted by : LAG 
Vial Number : 39 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


000050-36-2 99 


Search Libraries; C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


2 4.30 C:\DATABASE\SLI.L 

COCAINE 






















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

Er\SYSTEM4\08_14_08\617547.D 
ASD 

14 Aug 2008 18:22 

BLANK 

1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


617547.D 


Thu Feb 02 13:27:12 2012 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

E:\SYSTEM4\ 

ASD 

14 Aug 2008 
COCAINE STD 

48 

DRUGS 

RTE 


08__14_08\617548 .D 
18:35 


Abundance 

800000 

I 600000i 

i 400000! 

I j 

i 200000! 


4128 


TIC:'6'17548'.0' 




j 0 - . ,. ... 

frime-> 2.00 2.50 

3.00 ^50 4.00 ' ' 4.fe ' 5.6 

0' 5.te 6.56 

6.56 ’ ' 7.00 ibo ' ' 8.00 8.50 9.00 ' 9.50 ’ 


Ret. Time 

Area 

Area % 

Ratio % 

4,277 

742679 

100.00 

100.00 


617548.D 


Thu Feb 02 13:27:16 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\SYSTEM4\08 14 08\617548.D 


Operator 

ASD 


Date Acquired 

14 Aug 2008 18:35 


Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

48 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 4.28 C 

L\DATABASE\SLI.L 

COCAINE 

000050-36-2 99 


Abundance 


82 


Averap of 4.255 to 4.340 hi in.: SI 7648. D' (-) 
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40 i 


20 


; 42 
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82 


68 


^29rCOCAIRE^ 
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617548,0 Thu Feb 02 13:27:16 2012 
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